UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


The U.S. Department of Agriculture has evidence that on or about the date(s) listed below, you or your 
organization committed violations of the following sections of the Code of Federal Regulations, Title 9: 

Date(s): July 15,2015 [DIRECT] 

§3.6 (a)(1) - Primary enclosures: General requirements. 

Primary enclosures for dogs and cats must meet the following minimum requirements: Primary 
enclosures must be designed and constructed of suitable materials so that they are structurally sound. The 
primary enclosures must be kept in good repair. 

Date(s): August 18, 2014; July 15, 2015 [REPEAT] 

§3.6 (a)(2)(H) - Primary enclosures: General requirements. 

Primary enclosures for dogs and cats must meet the following minimum requirements: Primary 
enclosures must be constructed and maintained so that they: Protect the dogs and cats from injury. 

Date(s): July 15, 2015 [DIRECT] 

§3.6 (a)(2)(iii) - Primary enclosures: General requirements. 

Primary enclosures for dogs and cats must meet the following minimum requirements: Primary 
enclosures must be constructed and maintained so that they: Contain the dogs and cats securely. 

Date(s): August 18, 2014; July 15, 2015 [REPEAT] 

§3.1 1 (a) - Cleaning, sanitization, housekeeping, and pest control: Cleaning of primary enclosures. 

Excreta and food waste must be removed from primary enclosures daily, and from under primary 
enclosures as often as necessary to prevent an excessive accumulation of feces and food waste, to prevent 
soiling of the dogs or cats contained in the primary enclosures, and to reduce disease hazards, insects, pests, 
and odors. When steam or water is used to clean the primary enclosure, whether by hosing, flushing, or 
other methods, dogs and cats must be removed, unless the enclosure is large enough to ensure the animals 
would not be harmed, wetted, or distressed in the process. Standing water must be removed from the 
primary enclosure and animals in other primary enclosures must be protected from being contaminated with 
water and other wastes during the cleaning. The pans under primary enclosures with grill-type floors and the 
ground areas under raised runs with mesh or slatted floors must be cleaned as often as necessary to prevent 
accumulation of feces and food waste and to reduce disease hazards, pests, insects and odors. 

Date(s): August 18, 2014; August 26, 2015 [REPEAT] 

§3.1 1 (c) - Cleaning, sanitization, housekeeping, and pest control: housekeeping for premises. 

Premises where housing facilities are located, including buildings and surrounding grounds, must be 
kept clean and in good repair to protect the animals from injury, to facilitate the husbandry practices required 
in this subpart, and to reduce or eliminate breeding and living areas for rodents and other pests and vermin. 
Premises must be kept free of accumulations of trash, junk, waste products, and discarded matter. Weeds, 
grasses, and bushes must be controlled so as to facilitate cleaning of the premises and pest control, and to 
protect the health and well-being of the animals. 
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The above is no t intended to be an all-inclusive list. Please know that you are responsible for ensuring that 
your facility, animals, and property are in compliance with the Animal Welfare regulations. Inspection 
reports can be found on APHIS ’ website at: 
https://acissearch. aphis, usda. nov/LPASearch/faces/Warnimz. ispx. 


The Animal and Plant Health Inspection Service (APHIS) created federal regulations to ensure the welfare of animals and help 
prevent the spread of animal and plant pests and diseases. Since violations of the regulations can have serious and costly impacts that 
are detrimental to the public interest. APHIS is providing you with an Official Warning for the violation(s) described above. Any 
further violation of these federal regulations may result in the assessment of a civil penalty, criminal prosecution, or other sanctions. 
If you have any questions concerning this Official Warning or violation(s), please contact the APHIS official listed in this notice. 
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